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RMB asked why there could not be a commo link between COR Hqs 

and Vandenberg for instant information before and after launch. 
TMA explamned that Col, Sheppard felt there was no way to 
explain such a facility within the Air Force. TMA was asked to 
write a cover story that would make such an installation possible 
and plausible. 


Next launch will be 14 April. 
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